THE  CATHEDRAL  OF  THE  HOLY  CROSS, 

1400  Washington  Street,  is  the  largest  and  one  of  the 
finest  Catholic  churches  in  New  England.  Its  archi- 
tecture is  early  English  Gothic.  The  interior  is  rich  in 
appointments  and  beautiful  decorations. 


